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IJSJ: INTEGRATION OF SPS INTO CCPDS 

I. REFERENCE: ~-G SAC/DOCW ,".iS 3V1L13Z APR 7*1. 

£• ALL REQUIRED TESTING, EXCEPT THAT 8EGUIRED DURING IOT&E, AS 

OUTLINED IH PARA 1 Or REFERENCE MESSAGE HAS BEEN ACCCHPLISHED . 

TESTING TO DATE HAS FOCUSED ON INSURING PROPER SPS/DDC/USER 

INTERFACES ALTHOUGH AH SPS/USER FAMILIARITY TEST '4kZ CONDUCTED 

DURING SPS DT&E- AVAILABILITY OF THE S'-'S TO SUF°OR7 ADDITIONAL 

SPS/USER TESTS POST DTaE HAS BEEN EXTREMELY LIMITED DUg TO HIGHER 

PRIORITY REQUIREMENTS. _IQI&E . HJIL BEGIN ib APR 7R FOR A PERIOD OF 

ki 2AXS UITH AN OPTION TO EXTEND AN ADDITIONAL 33 DAYS- THE 

REQUIREMENT FOR SPS/USER FAMILIARITY TESTING IS RECOGNIZED AND IS 

C-EING PLANNED FOR THE APPROPRIATE PERIOD DURING IOTXE. 

3. UE ARE REVISING TM-77-S FOR SUBMISSION AS A CCPDS DCR THRU THE 

ADCOH CONFIGURATION HANAGEHENT 30ARD TO THE CRUG/SMG- 
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TO EXPEDITE IMPLEMENTATION »F THIS PROCESSING INTO CCPDS, RECOrtflENS 
YOU USE THE CURRENT Ttt-7?-5 AND DELETE THE ELEMENTS NOT PERTINEN7 
TO CCPDS. AMY QUESTIONS IN THIS AREA SHOULD OE ADDRESSED TO MR. 
SANDERS -CASCOn/XPYS-. -SPA b < te-353S> OR MAJOR SAPP CADCOPI/DOPC-. GPk 
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